ETag: "2aedd3068a615792485615d101ec2c94"
accept: */*
authorization: LOW u9jVQF7lXRkbXU49:REDACTED_BY_IA_S3
connection: close
content-length: 32673382
expect: 100-continue
host: s3.us.archive.org
user-agent: curl/7.19.7 (universal-apple-darwin10.0) libcurl/7.19.7 OpenSSL/0.9.8r zlib/1.2.3
x-amz-auto-make-bucket: 1
x-archive-meta-creator: American Society of Mechanical Engineers
x-archive-meta-credits: Uploaded by Public.Resource.Org
x-archive-meta-date: 2004-01-01
x-archive-meta-description: <b>LEGALLY BINDING DOCUMENT<br />United States of America</b><br /><br /><i>All citizens and residents are hereby advised that this is a legally binding document duly incorporated by reference and that failure to comply with such requirements as hereby detailed within may subject you to criminal or civil penalties under the law. Ignorance of the law shall not excuse noncompliance and it is the responsibility of the citizens to inform themselves as to the laws that are enacted in the United States of America and in the states and cities contained therein.</i><br /><br /><b>Name of Legally Binding Document: </b>ASME A17.1 (2004): Safety Code for Elevators and Escalators<br /><b>Name of Standards Organization: </b>American Society of Mechanical Engineers<br />
x-archive-meta-language: English
x-archive-meta-licenseurl: http://creativecommons.org/publicdomain/zero/1.0/
x-archive-meta-mediatype: texts
x-archive-meta-subject: public.resource.org
x-archive-meta-title: ASME A17.1 (2004): Safety Code for Elevators and Escalators
x-archive-meta01-collection: publicsafetycode
x-archive-meta02-collection: USGovernmentDocuments
x-upload-date: 2012-07-31T18:33:21.000Z
